238     DOCKETED ITEMS
8503190122 Forwards Insp Rept 50-482/85-08 on 850115-31.No violation or deviation noted.
DENISE.R.P. Region 4, Office of Director. 85/03/15. KOESTER.G.L. Kansas Gas & Electric Co. 2pp. 29403:308-29403:328.
-8503190129   Insp   Rept   50-482/85-08   on   850115-31.No   violation   or   deviation noted.Major   areas   inspected:10CFR50.55(e)   repts,   preoperational   test   results review.preoperational test deficiency deferrals & IE bulletin & circular followup. GULDEMOND.W.G., BUNDY.H.R, BARTLETT.B.L Region 4, Office of Director. 85/ 03/11. 19pp. 29403:310-29403:328.
8503250191 Forwards Insp Rept 50-482/85-02 on 850107-11 & notice of deviation. DENISE.R.P. Region 4, Office of Director. 85/03/15. ROESTER.G.L Kansas Gas & Electric Co. 2pp. 29491:232-29491:246.
-8503250192 Notice of deviation from insp on 850107-11. * Region 4, Office of Director. 85/03/15.1p. 29491:234-29491:234.
-8503250197 Insp Rept 50-482/85-02 on 850107-11.Deviation noted: licensed operator training commitment not met.
HACKNEY.CA, BAIRDJ.B., MARTIN.LE. Region 4, Office of Director. 85/03/12. 10pp. 29491:235-29491:246.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503070423 Responds to FOIA request for three categories of documents re facility.Forwards App A documents.Documents also available in PDR.Ofc of Resource Mgt found no records subj to request
FELTONJ.M. Division of Rules and Records. 84/08/31. VARRICCHIO.M. Government Accountability Project, 4pp. 29279:100-29280:034.
-8503070426 Weekly Rept 1 for period 840725-31. Entrance meeting for fire protection program review held on 840730.lnsp to review applicant compliance to fire protection program provided in Branch Technical Position APCSB 9.5-1 & 10CFR50,App R. DENISE.R.P. Region 4, Office of Director. 84/08/02.4pp. 29279:104-29279:107.
-8503070429 Weekly Rept 2 for period 840801-09.Exit meeting for fire protection insp held on 840803.Number of administrative procedures.operating procedures & surveillance test procedures found to have numerous inconsistencies & errors. DENISE.R.P. Region 4, Office of Director. 84/08/10. 4pp. 29279:108-29279:111.
-8503070432 Weekly Rept 3 for period 840810-16.Primary plant temp at 150 F w/ bubble in pressurizer as of 840814,Two of four reactor coolant pumps operated to maintain temp. DENISE.R.P. Region 4, Office of Director. 84/08/15. 3pp. 29279:112-29279:114.
-8503070436 Weekly Rept 4 for period 840817-23.Plant at 450 F & 800 psi on primary side w/bubble in pressurizer w/four reactor coolant pumps running. Related info encl. DENISE.R.P. Region 4, Office of Director. 84/08/23. 54pp, 29279:115-29279:147.
-8503070439 "Monthly Progress Rept for June 1984." GRANT.R.M. Kansas Gas & Electric Co. 84/07/20. 150pp. 29279:148-29279:291.
8503250120 Responds to 850214 Itr re issuance of OL before investigations involvinq alleged const deficiencies & QA defects completed.Evaluations of structural steel I electrical separation issues encl.
DIRKCS.WJ. Office of the Executive Director for Operations. 85/03/11. MILLER R H Kansas, State of. 22pp. 29497:206-29497:255.                                                        ' '  "
8503250135 Responds to 850218 Itr re issuance of OL before investigations involving alleged const deficiencies & QA defects completed.Evaluations of structural steel I electrical separation issues encl.
DIRCKS.WJ.    Office    of   the    Executive    Director    for    Operations    85/03/11 WUNSCH.R.S. Kansas, State of. 22pp. 29497:156-29497:205.
8503250143 Responds to 850305 Itr requesting full & complete exam of all safety matters.Evaluations of structural steel & electrical separation issues encl Adequate cable separation exists.
DIRCKS.WJ. Office of the Executive Director for Operations. 85/03/11  CARLIN J Kansas, State of. 2pp. 29497:057-29497:106.
8503250275 Responds to 850109 Itr & Chairman Palladino 850123 commitment to provide insp rept re followup on reinsp of structual steel welding.lnsp rept & evaluations of issues encl.
DIRCKS.WJ. Office of the Executive Director for Operations. 85/03/11  DINGELJ n House of Rep. 21pp. 29496:201-29496:249.                                               '             '
8503250383 Responds to 850218 concerns re issuance of OL for facility before investigations involving alleged deficiencies & QA defects completed.Based on review & insp program.facility const in conformance w/requirements.Related info encl DIRCKS.WJ.    Office    of    the    Executive    Director   for    Operations.   85/03/11 PATTORFF.J.A. Kansas, State of. 21 pp. 29500:163-29500:211.
8503250387 Submits add! info re structural steel welding at facility, per 850201 requestJnfo re NRC program for insp & verification & util program for corrective action encl. Adequate cable separation exists & issue resolved.
DIRCKS.WJ.    Office   of   the    Executive    Director   for   Operations.   85/03/11 GLICKMAN.D. House of Rep. 22pp. 29500:112-29500:161.
8503270690 Requests that three open Ofc of Investigation cases be fully investigated & resolved before Commission approves full power OL.
GLICKMAN.D. House of Rep. #185 256. 85/03/20. PALLADINO.N. Commissioners 1 p. 29529:329-29529:329.
V. Operator Examinations
8503070416 FOIA request for three categories of documents re facility. VARRICCHIO.M. Government Accountability Project. 84/08/14. Office of Administration. 2pp. 29279:098-29279:099.
8503250191 Forwards Insp Rept 50-482/85-02 on 850107-11 & notice of deviation DENISE.R.P. Region 4, Office of Director. 85/03/15. ROESTER.G.L Kansas Gas & Electric Co. 2pp. 29491:232-29491:246.
-8503250192 Notice of deviation from insp on 850107-11. * Region 4, Office of Director. 85/03/15. 1p. 29491:234-29491:234.
-8503250197 Insp Rept 50-482/85-02 on 850107-11.Deviation noted: licensed operator training commitment not met.
HACKNEY.CA, BAIRDJ.B., MARTIN.LE. Region 4, Office of Director. 85/03/12 10pp. 29491:235-29491:246.
S. Reportable occurrences, LERs & related correspondence
8503050017 Supplemental Final Deficiency Rept (53564-K159) re concrete coatings inside containmentlnitially reported on 841213. Coated concrete surfaces inside containment will perform DBA satisfactorily under DBA conditions. KOESTER.G.L Kansas Gas & Electric Co. 85/02/13. DENISE.R.P. Region 4, Office Of Director. 2pp. 29221:231-29221:232.
8503180196 PNO-IV-85-010:on 850312,emergency pull cable on transfer tube cart became    entangled    w/cart    sprocket,thus    delaying    fuel    load.Cause    not stated. Interfere nee relieved by diver. DENISE.R.P. Region 4, Office of Director. 85/03/12.1p. 29386:130-29386:130.
8503250157 PNO-IV-85-010A:on 850317,fuel load completed.Util preparing for installation of upper reactor vessel internals packages. Fuel load monitored continuously during initial phase & in part thereafter by Region IV inspectors. DENISE.R.P. Region 4, Office of Director. 85/03/18.1p. 29492:220-29492:220.
8503270351 Part 21 rept re possible undetectabfe failures in ESF actuation sys.lnitially reported on 791107.Possibility of undetectable failures remain under certain circumstances despite change in hardware.
RAHE.E.P. Westinghouse Electric Corp. 85/03/22. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 2pp. 29525:050-29525:068.
-8503270363 Interim Part 21 rept re possible undetectable failures in ESF actuation sys.lnitially reported on 791107.Revised procedures providing testing of contacts of main breakers when bypass breakers in use encl.
ANDERSON.T.M.  Westinghouse   Electric   Corp.   80/02/15.   STELLO.V.   Director's Office, Office of Inspection and Enforcement 17pp. 29525:052-29525:068.
U. Congressional/Executive Correspondence
8503250043 Responds to 841105 Itr re structural steel welding & electrical separation issues.Evaluation of issues encl. Facility constructed in conformance w/NRC requirements.
THOMPSON.H.L. Division of Licensing. 85/03/11. LENNIN.M. Kansas, State of. 21pp. 29497:331-29498:018,
8503250113 Responds to 850208 Itr requesting addl info re structural steel welding at facility.Based upon NRC review & insp program.facility constructed in conformance w/ requirements of Commission.Requested info encl.
DIRCKS.WJ. Office of the Executive Director for Operations. 85/03/11. SLATTERYJ. House of Rep. 22pp. 29497:256-29497:305.
DOCKET STN-50-483 CALLAWAY PLANT, UNIT 1
F. Security, medical, emergency & fire protection plans
8503260072 Forwards Insp Rept 50-483/85-03 on 850204-08.No noncompliance noted PAPERIELLO.CJ. Region 3, Office of Director. 85/02/28. SCHNELL.D.F. Union Electric Co. 2pp. 29517:268-29517:282.
-8503260082 Insp Rept 50-483/85-03 on 850204-08.No noncompliance or deviation noted.Major areas inspected:emergency preparedness program.including activations of licensee emergency plan & emergency detection & classification. PATTERSONJ.P., PLOSKI.TJ., PHILLIPS.M.P. Region 3, Office of Director. 85/02/ 27. 13pp. 29517:270-29517:282.
8503150414 Rev 3 to Emergency Plan Implementing Procedure EIP-ZZ-00211, "Field Monitoring Direction & Assessment" & Rev 3 to EIP-ZZ-A0023, "Communications Tests." OTTO.W.D., KANYO.J.P. Union Electric Co. 85/03/07. 34pp, 29373:078-29373:111,
8503250049 Rev 5 to Emergency Plan Implementing Procedure EIP-ZZ-01211, "Initial & Intermediate Dose Assessment/' OTTO.W.D., KANYOJ.P. Union Electric Co. 85/03/18. 28pp. 29494:109-29494:136.
H. General correspondence
8503190362 Requests listed info re measurement of transuranics in facility low level radwastes to be packaged for burial,per J Holonich 831221 response to 831111 request.Answers not found in Tech Spec 3/4 11.3 concerning solid radwastes. DREY.K. Affiliation Not Assigned, 85/03/11, STEVENSJ.A. Licensing Branch 1. 1p. 67730:001-67730:031.
J. Insurance & Indemnity information
8503010323 Forwards Endorsements 9 & 21 to MAELU Policy MF-111 & NELIA Policy NF-264,respectively,
NADEL.M. Marsh & McLennan, Inc. 85/02/22. SALTZMANJ. Assistant Director for State & Licensee Relations. 3pp. 29166:113-29166:115.
8503260544 Forwards Endorsement 22 to NELIA Policy NF-264. MARSHALL.N. Marsh & McLennan, Inc. 85/03/19. SALTZMANJ. Assistant Director for State & Licensee Relations. 2pp. 29509:073-29509:074.t 50-482/85-18 on 830110-840309.No violation or deviation noted.
